AMENDMENT NO. 1 MARCH 2015 
TO 
IS 2653 : 2004 SAFETY MATCHES IN BOXES — 
SPECIFICATION 


(Third Revision) 
(Page 2, clause 5.1.6.2) — Substitute the following for the existing clause: 


‘5.1.6.2 All the boxes in the sample shall be properly fitted when tested as given 
below: 


Hold the box vertically, watch whether the inner tray falls out of the box 
by itself count the boxes in which the inner tray have fallen due to their 
loose fittings. 


(Page 6, Fig. 2) — Substitute ‘300 mm’ for ‘500 mm’. 


(Page 7, clause F-2.1, line 6) — Substitute ‘23 mm’ for ‘2.3 mm’. 
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